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Introduction 

This manual contains a complete listing of parts and assemblies for MA-Series mortise locks manufactured by Falcon 
Lock Company. This edition lists components of MA-Series locks manufactured after April, 2010. All lock case covers 
are labeled with dates to identify year of manufacture. Example: 12507 = the 125 th day of 2007. 

Exploded views of each lock function and trim assembly are provided with accompanying charts to identify parts for 
replacement purposes. Exploded views of trim are shown with parts for standard size doors. In addition, this manual 
provides lock trim ordering procedures, cylinder length charts by door range, and all auxiliary components of the MA- 
Series mortise locks. 


Standard Features* 


Certifications 

ANSI A156 .13, Series 1000, Grade 1 Operation and Security, UL Listed for 3-hour fire door 

Latch 

2-piece brass mechanical anti-friction bolt, 3 A” projection 

Strike 

114” x 4 7 /s”, ANSI, Square corner, with dust box 

Cylinder 

6-Pin solid brass, keyed 5-pin, Falcon G keyway, keyed different (KD) 

Door Range 

1 Ya” - 21 / 2 ” standard 

Keys 

Two, nickel silver cut keys per lock, Falcon G keyway 

Backset 

23 / 4 ” 


* Locks are furnished with standard features unless otherwise specified. 


Lock Assembly Drawing Index 

The Lock Assembly Drawing Index provides visual representations and textual descriptions of available functions. 
Page numbers for full trim and chassis drawings are referenced. 
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A 



Strike 


1-1/4" 

(32mm) 


Lock 

Dimension 

Faceplate 

Dimension 

Strike 


1 

6" (152mm) 

14 

8" (203 mm) 

(A) DoorThickness 

Lip Size 

2 

3-39/64" (92mm) 

15 

6-3/8" (162mm) 

1-3/4" -1-7/8" 

1-1/4" (32mm) 

3 

2-27/64" (62mm) 

16 

9/16" (14mm) 

2"- 2-1/8" 

1-7/16" (37mm) 

4 

1-3/16" (30mm) 

17 

1-9/64" (29mm) 

2-1/4" -2-3/8" 

1-9/16" (40mm) 

5 

1-3/16" (30mm) 

18 

45/64" (18mm) 

2-1/2" -2-5/8" 

1-1 1/16" (43mm) 


6 

1/4" (6mm) 

19 

1-1/32" (26mm) 

7 

1" (25mm) 

20 

1/4" (6mm) 

8 

1" (25mm) 

21 

11/32" (9mm) 

9 

1-17/64" (32mm) 

22 

1-1/4" (32mm) 

10 

3-49/64" (96mm) 

23 

1-27/32" (47mm) 

11 

3/4" (19mm) 

24 

2-7/16" (62mm) 

12 

2-3/4" (70mm) 

25 

3-21/32" (93mm) 

13 

4-5/32" (106mm) 

26 

25/32" (20mm) 
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Functions 


MA-Series Service Manual 


To order Falcon MA Series locksets, please consult page 43 for ordering information and assistance. 
Catalog Number Prefixes: Add the following prefix for the appropriate trim style. 

Note: If a special function is required and not listed here, please contact the factory for assistance. 


Function ANSI A1 56.1 3, 2005 Page 


FALCON ANSI DESCRIPTION FUNCTION 


MAI 01 


F01 


Passage/Closet 

Latchset 


Latch bolt by knob/levers at all times. 


MAI 61 


Connecting 
F31 Room/Exit 
Latch 


Latch bolt operated by knob/lever from inside. No 
trim outside. Auxiliary dead latch. 


MA301 


F02 Privacy Lock 


Latch bolt by knobs/levers either side, dead bolt by 
turn inside or emergency release outside. 


Privacy, Latch bolt by knobs/levers. Deadbolt by turn from 

MA31 1 FI 9 Bedroom or inside and emergency release outside. Rotating 
Bath Lock inside knob/lever retracts both bolts. 


Latch bolt operated by knob/lever from either side 
except when outside knob/lever is locked by inside 
MA321 F22 Privacy Lock T-turn. Operating inside knob/lever, closing door 

or operating outside emergency release unlocks 
outside knob/lever. 


MA371 


FI 4 


Store Door 
Lock 


Latch bolt by knobs/levers. Deadbolt by key from 
either side. 


Latch bolt operated by knob/lever from either side, 
except when outside knob/lever is locked by key 
MA381 F09 men ’ from inside. When outside knob/lever is locked, 

latch bolt is retracted by key from outside or by 
operating inside lever. Auxiliary dead latch. 


Latch bolt operated by key from either side. Both 
MA41 1 F30 Asylum Lock knobs/levers always inoperative. Auxiliary dead 

latch. 




5 


6 


7 


8 


9 


10 


11 


12 


MA431 


MA441 


Classroom 
F34 Security Lock 
with Deadbolt 


Latch bolt operated by knob/lever from either side 
except when outside knob/lever is locked from 
inside or outside by key. Dead bolt retracted by key 
from inside or outside. Operating inside knob/lever 
retracts both bolts and unlocks outside. Latch bolt 
dead locked when dead bolt is thrown. 


Latch bolt operated by knob/lever from either side 
except when outside knob/lever is locked from 
Classroom inside or outside by key. When outside knob/lever is 
Security Lock locked, latch bolt is retracted by key from inside or 
outside or by operating inside knob/lever. Auxiliary 
dead latch. 
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14 
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Function 


ANSI A1 56.13, 2005 


FALCON ANSI 


DESCRIPTION 


FUNCTION 


MA451 


MA521 


MA531 


FI 5 


F04 


Hotel/Guest Lock 


Entry/Office Lock 


Latch bolt operated by key from outside or by 
operating inside knob/lever. Outside knob/lever 
is always inoperative. Dead bolt projected by 
turn from inside and all keys except emergency 
key are shut out. Operating inside knob/lever 
retracts both bolts. Auxiliary dead latch. 

Latch bolt operated by knob/lever from either 
side except when outside knob/lever is made 
inoperative by buttons in face. When outside 
knob/lever is locked, latch bolt is retracted by 
key from outside or by operating inside knob/ 
lever. Auxiliary dead latch. When dead bolt is 
retracted, knob/lever is unlocked by buttons in 
face. 


Latch bolt operated by knob/lever from either 
side, except when outside knob/lever is made 
inoperative by buttons in face. Dead bolt 
operated by key outside or turn inside. Key 
Apartment outside operates both bolts. Operating inside 

F20 Corridor Door knob/lever retracts both bolts and outside 

Lock remains locked. Latch bolt is deadlocked when 

outside knob/lever is made inoperative or 
when the dead bolt is projected. When dead 
bolt is retracted, knob/lever is unlocked by 
buttons in face. 


MA541 


F21 


Entry/Office Lock 


Latch bolt by knobs/levers either side. 
Deadbolt by key outside or turn inside. 



15 



16 



17 



18 


MA551 


MA561 


MA571 


F06 Holdback Lock 


F05 Classroom Lock 


Latch bolt operated by lever from either side 
except when outside lever is ocked from 
outside by key. Latch bolt can be locked in a 
retracted position by key. When outside lever 
is locked, latch bolt is retracted by key from 
outside or by operating inside lever unless 
latch bolt has been locked in a retracted 
position. Auxiliary dead latch. 

Note: Chassis is handed. 

Latch bolt operated by knob/lever from either 
side except when outside knob/lever is locked 
by key. WHen outside knob/lever is locked, 
latchbolt is retracted by key from outside or 
by operating inside knob/lever. Auxiliary latch 
deadlocks latch bolt when door is closed. 
Inside knob/lever always free for immediate 
use. 


Latch bolt operated by knob/lever from either 
Dormitory or Exit side. Dead bolt projected by key from outside 
Lock and turn from inside. Operating inside knob/ 

lever retracts both bolts and unlocks outside. 


Latch bolt operated by key from outside or by 
MA581 F07 Storeroom Lock operating inside knob/lever. Otuside knob/lever 

is always inoperative. Auxiliary dead latch. 
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20 


21 


22 
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Function 


ANSI A156.13, 2005 


Page 

FALCON 

ANSI 

DESCRIPTION 

FUNCTION 



MA621 

F08/ 

F10 

Front Door/ 

Apartment 

Corridor 

Latch bolt is operated by knob/lever from either 
side except when outside knob/lever is made 
inoperative by buttons in face. Dead bolt is 
operated by turn inside. Key outside operates 
both bolts. 

4- 

23 

MA641 

- 

Dormitory Lock 

Latch bolt by knob/lever inside and key outside. 
Inside knob/lever free. Outside knob/lever 
rigid. Dead bolt by key outside orT-turn inside. 
Rotating inside knob/lever retracts both bolts. 
Deadlocking latch. 


24 

MA851 

- 

Storeroom - Fail 
Safe EL 

Latch bolt operated by knob/lever from either 
side except when outer knob/lever is electrically 
locked. When outer knob/lever is locked 
latch bolt retracted by key in cylinder outside. 
Deadlocking latch. 

4* 

25 

MA881 

- 

Storeroom - Fail 
Secure EU 

Latch bolt operated by knob/lever from either 
side except when outer knob/lever is electrically 
unlocked, then latch bolt from either side. When 
locked key in cylinder outside retracts latch bolt. 
Deadlocking latch. 

4* 

26 

MA911 

F29 

Classroom 

Deadlock 

Key from outside operates deadbolt. Turn from 
inside retracts but does not project dead bolt. 

t 

27 

MA921 

FI 8 

Deadlock 

Deadbolt by key outside only. 

1 

28 

MA931 

FI 6 

Deadlock 

Deadbolt by key from either side. 

t 

29 

MA941 

FI 7 

Deadlock 

Deadbolt by key outside or turn inside. 


30 

MAI 2/ 
MAI 8 

- 

Dummy Trim 

Single or double available. 
Single (MA12). 

Double (MAI 8). 


31 

32 
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Lock Case Assemblies 


MAI 01 - Passage or Closet Latch 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-0P 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7801 

FACEPLATE 

J 

S77801 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 
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Lock Case Assemblies 


MA-Series Service Manual 


MAI 61 - Exit or Communicating Lock 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/A 

N/A 

N/A 

N/A 

N/A 

KNOB/LEVER ESCUTCHEON 

- 

N/A 

N/A 

N/A 

N/A 

N/A 

ESCUTCHEON 

- 

N/A 

ROSE 

D 

S76012 

ASSY, LOCK UNIT 

E 

A7831 

FACEPLATE 

F 

S77805 

STRIKE ASSY 

G 

A8737-X 

STRIKE BOX 

H 

PEI 396 

DOOR MARKER 

J 

Q51 3-068 

INSTRUCTION SHEETS 

K 

Q51 3-067 

SCREW PACK 

L 

See page 34 

PLATE 

M 

AS5813 
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Lock Case Assemblies 


MA301 - Privacy, Bedroom/Bath 


I i 

o 


o o 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OT 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7802 

FACEPLATE 

J 

S77819 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

THUMB TURN 

M 

AS75319 

EMERGENCY TURN 

N 

AS76853 

DOOR MARKER 

P 

Q51 3-068 

INSTRUCTION SHEETS 

R 

Q51 3-067 

SCREW PACK 

T 

See page 34 
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Lock Case Assemblies 


MA-Series Service Manual 


MA31 1 - Privacy, Bedroom/Bath 



© 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OT 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7819 

FACEPLATE 

J 

S77819 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

THUMB TURN 

M 

AS75319 

EMERGENCY TURN 

N 

AS76853 

DOOR MARKER 

P 

Q51 3-068 

INSTRUCTION SHEETS 

R 

Q51 3-067 

SCREW PACK 

T 

See page 34 
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Lock Case Assemblies 


MA321 - Privacy, Bedroom/Bath 


i I 

o 


o o 






Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OT 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7822 

FACEPLATE 

J 

S77801 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

THUMB TURN 

M 

AS75319 

EMERGENCY TURN 

N 

AS76853 

DOOR MARKER 

P 

Q51 3-068 

INSTRUCTION SHEETS 

R 

Q51 3-067 

SCREW PACK 

T 

See page 34 
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Lock Case Assemblies 


MA-Series Service Manual 


MA371 - Store Door Lock 


SFIC Not Shown 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IC 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7814 

FACEPLATE 

J 

S77819 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

R 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 
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Lock Case Assemblies 


MA381 - Apartment, Exit 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IC 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7809 

FACEPLATE 

J 

S77805 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

R 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


11 


Lock Case Assemblies 
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MA411 - Asylum or Institutional Lock 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IC 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7814 

FACEPLATE 

J 

S77819 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

R 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 
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Lock Case Assemblies 


MA431 - Classroom Security Lock with Deadbolt 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IC 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7813 

FACEPLATE 

J 

S77819 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

T 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 
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Lock Case Assemblies 


MA-Series Service Manual 


MA441 - Classroom Security Lock 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IC 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7805 

FACEPLATE 

J 

S77805 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

R 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 
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Lock Case Assemblies 


MA451 - Hotel Guest Lock 


i i 

o 


oo © © ® ® ® ® 

mm 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7815 

FACEPLATE 

J 

S77815 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PE1396 

THUMB TURN 

M 

AS76319 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q008-065 


(ig) 


Ingersoll Rand 

Security Technologies 


15 


Lock Case Assemblies 


MA-Series Service Manual 


MA521 - Entry/Office Lock 


I I 

0 



0 


SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7804 

FACEPLATE 

J 

S77804 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL 

R 

Q005-064 

CYLINDER, SFIC 

Q005-065 


16 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA531 - Apartment Corridor Door Lock 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7820 

FACEPLATE 

J 

S77820 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PE1396 

THUMB TURN 

M 

AS76319 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


17 


Lock Case Assemblies 


MA-Series Service Manual 


MA541 - Apartment Corridor Door Lock 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7820 

FACEPLATE 

J 

S77820 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

THUMB TURN 

M 

AS76319 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q005-065 


18 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA551 - Holdback Lock 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7806 

FACEPLATE 

J 

S77805 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

HANDING INSTRUCTION SHEET 

P 

Q51 3-069 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


19 


Lock Case Assemblies 


MA-Series Service Manual 


MA561 - Classroom Lock 


V 1 1 

o 


oo ©©®©@©®® 




SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7805 

FACEPLATE 

J 

S77805 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL 

R 

Q005-064 

CYLINDER, SFIC 

Q005-065 


20 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA571 - Dormitory or Exit Lock 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7813 

FACEPLATE 

J 

S77819 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

THUMB TURN 

M 

AS76319 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


21 


Lock Case Assemblies 


MA-Series Service Manual 


MA581 - Storeroom / Closet Lock 


SFIC Not Shown 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7807 

FACEPLATE 

J 

S77805 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL 

R 

Q005-064 

CYLINDER, SFIC 

Q005-065 


22 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA621 


Front Door / Apartment Corridor 


I 

o 



© 

SFIC Not Shown 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7808 

FACEPLATE 

J 

S77811 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PE1396 

THUMB TURN 

M 

AS76319 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


23 


Lock Case Assemblies 


MA-Series Service Manual 


MA641 - Dormitory Lock 


SFIC 


Not Shown 


V 1 1 

© 


oo © © ® ® ® ® ® 

’■ U II n ' 




Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

AE77012-IT 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7815 

FACEPLATE 

J 

S77815 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PEI 396 

THUMB TURN 

M 

AS76319 

DOOR MARKER 

N 

Q51 3-068 

INSTRUCTION SHEETS 

P 

Q51 3-067 

SCREW PACK 

R 

See page 34 

CYLINDER, CONVENTIONAL 

T 

Q005-064 

CYLINDER, SFIC 

Q005-065 


24 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA851 - Electrified EL - 12 & 24 (Fail Safe) 


SFIC Not Shown 


1 1 

© 


oo © © ® ® © © 


n 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 

G 

S76012 

ASSY, LOCK UNIT 

H 

A7851 

FACEPLATE 

J 

S77805 

STRIKE ASSY 

K 

A8737-X 

STRIKE BOX 

L 

PE1396 

DOOR MARKER 

M 

Q51 3-068 

INSTRUCTION SHEETS 

N 

Q51 3-067 

SCREW PACK 

P 

See page 34 

CYLINDER, CONVENTIONAL 

R 

Q005-064 

CYLINDER, SFIC 

Q005-065 


(tS> 


Ingersoll Rand 

Security Technologies 


25 


Lock Case Assemblies 


MA-Series Service Manual 


MA881 - Electrified EU - 12 & 24 (Fail Secure) 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

B 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280 

AS76526 

AS76029 

AS76140 

AS76100 

KNOB/LEVER ESCUTCHEON 

E 

AE77280 

AE77526 

AE77029 

AE77140 

AE77100 

ESCUTCHEON 

F 

AE77012-OC 

ROSE (2 REQ'D) 


S76012 

ASSY, LOCK UNIT 


A7881 

FACEPLATE 


S77805 

STRIKE ASSY 


A8737-X 

STRIKE BOX 


PEI 396 

DOOR MARKER 


Q51 3-068 

INSTRUCTION SHEETS 


Q51 3-067 

SCREW PACK 


See page 34 

CYLINDER, CONVENTIONAL 


Q005-064 

CYLINDER, SFIC 

Q005-065 


26 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA91 1 - Classroom Dead Lock 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

A 

AE77012-IE 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

B 

AE77012-OK 

ASSY, LOCK UNIT 

C 

A7829 

FACEPLATE 

D 

S77816 

STRIKE ASSY 

E 

A8737-X 

STRIKE BOX 

F 

PEI 396 

THUMB TURN 

G 

AS76319 

DOOR MARKER 

H 

Q51 3-068 

INSTRUCTION SHEETS 

J 

Q51 3-067 

SCREW PACK 

K 

See page 34 

CYLINDER, CONVENTIONAL 

L 

Q005-064 

CYLINDER, SFIC 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


27 


Lock Case Assemblies 


MA-Series Service Manual 


MA921 - Dead Lock 



Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

A 

E77012-IB 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

B 

AE77012-OK 

ASSY, LOCK UNIT 

C 

A7816 

FACEPLATE 

D 

S77816 

STRIKE ASSY 

E 

A8737-X 

STRIKE BOX 

F 

PEI 396 

DOOR MARKER 

G 

Q51 3-068 

INSTRUCTION SHEETS 

H 

Q51 3-067 

SCREW PACK 

J 

See page 34 

CYLINDER, CONVENTIONAL 

K 

Q005-064 

CYLINDER, SFIC 

Q005-065 


28 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA931 - Dead Lock 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

A 

E77012-IK 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

B 

AE77012-OK 

ASSY, LOCK UNIT 

C 

A7816 

FACEPLATE 

D 

S77816 

STRIKE ASSY 

E 

A8737-X 

STRIKE BOX 

F 

PEI 396 

DOOR MARKER 

G 

Q51 3-068 

INSTRUCTION SHEETS 

H 

Q51 3-067 

SCREW PACK 

J 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

K 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 


(ig) 


Ingersoll Rand 

Security Technologies 


29 


Lock Case Assemblies 


MA-Series Service Manual 


MA941 - Dead Lock 



SFIC Not Shown 


Description 

Trim 

Lever 

Knob 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

A 

E77012-IK 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

KNOB/LEVER ESCUTCHEON 

- 

N/R 

N/R 

N/R 

N/R 

N/R 

ESCUTCHEON 

B 

AE77012-OK 

ASSY, LOCK UNIT 

C 

A7816 

FACEPLATE 

D 

S77816 

STRIKE ASSY 

E 

A8737-X 

STRIKE BOX 

F 

PEI 396 

DOOR MARKER 

G 

Q51 3-068 

INSTRUCTION SHEETS 

H 

Q51 3-067 

SCREW PACK 

J 

See page 34 

CYLINDER, CONVENTIONAL (2 REQ'D) 

K 

Q005-064 

CYLINDER, SFIC (2 REQ'D) 

Q005-065 


30 


# 


Ingersoll Rand 

Security Technologies 


MA-Series Service Manual 


Lock Case Assemblies 


MA12 - Single Dummy 


© © © © ® ® 





Knob/Lever on One Side Fixed 

Trim 

Lever 

Knob 

Description 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280-D 

AS76526-D 

AS76029-D 

AS76140-D 

AS76100-D 

KNOB/LEVER ESCUTCHEON 

B 

AE77280-D 

AE77526-D 

AE77029-D 

AE77140-D 

AE77100-D 

ESCUTCHEON 

C 

E77012-IP 

ROSE 

D 

S76012 

DOOR MARKER 

E 

Q51 3-068 

SCREW PACK 

F 

E77331 

TORX SCREW PACK (OPTIONAL) 


E77308 

INSTRUCTION SHEET 

G 

Q51 3-067 

BAND 

H 

S66915 


(ig) 


Ingersoll Rand 

Security Technologies 


31 


Lock Case Assemblies 


MA-Series Service Manual 


MAI 8 - Double Dummy 



Knob/Lever on Both Sides Fixed 

Trim 

Lever 

Knob 

Description 

Dane 

Sutro 

Avalon 

Quantum 

Hana 

INSIDE TRIM 

KNOB/LEVER SECTIONAL 

A 

AS76280-D 

AS76526-D 

AS76029-D 

AS76140-D 

AS76100-D 

KNOB/LEVER ESCUTCHEON 

B 

AE77280-D 

AE77526-D 

AE77029-D 

AE77140-D 

AE77100-D 

ESCUTCHEON 

C 

E77012-IP 

OUTSIDE TRIM 

KNOB/LEVER SECTIONAL 

D 

AS76280-D 

AS76526-D 

AS76029-D 

AS76140-D 

AS76100-D 

KNOB/LEVER ESCUTCHEON 

E 

AE77280-D 

AE77526-D 

AE77029-D 

AE77140-D 

AE77100-D 

ESCUTCHEON 

F 

AE77012-0P 

ROSE (2 REQ'D) 

G 

S76012 

DOOR MARKER 

H 

Q51 3-068 

INSTRUCTION SHEETS 

J 

Q51 3-067 

SCREW PACK 

K 

SEE SCREW PACK TABLE 

BAND 

L 

S66915 
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Knob and Lever Designs 


Levers 


Gala 


AG (Avalon-Gala) 



Napa 


QG (Quantum-Gala) 



AN (Avalon-Napa) 

o 




Knobs 
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MA-Series Screw Packs 


Part 

Number 

Description 

Use 

Specify 

Finish 

S76300 

#8-32 x Va” L Machine Screw 

V/q-V/q door thickness, sectional trim with 
levers 

• 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#12-12/ #12-24 x 1 Va” L Wood/machine Combination Screw 

#8-32 x 1 Va” L Mounting Screw 

0 Va” X 1 11 /i6” L Post 

5 /ie” x 1 9 /ie” L x 2 pcs STD Sindle Assembly 

3 /32 Allen Wrench 

S76301 

#8-32 x Va L Machine Screw 

Over 1%”-214” door thickness, sectional 
trim with levers 

• 

#12-12/ #12-24 x V/z L Wood/machine Combination Screw 

#12-12/ #12-24 x 1 Va L Wood/machine Combination Screw 

#8-32 x 1 14” L Mounting Screw 

0 Va x 214” L Post 

5 /ie” x 1 7 /8” L x 2 pcs EXT Sindle Assembly 

3 /32” Allen Wrench 

S76302 

#8-32 x Va L Machine Screw 

1 3 /8”-1 7 /8” door thickness, sectional trim with 
knobs 

• 

#12-12/ #12-24 x V/z L Wood/machine Combination Screw 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#8-32 x 1 Va L Mounting Screw 

0 14” x 1 11 /i 6 ” L Post 

5 /ie” x 1 14” L x 2 pcs STD Sindle Assembly 

3 /32” Allen Wrench 

S76303 

#8-32 x 14” L Machine Screw 

Over 1%”-214” door thickness, sectional 
trim with knobs 

• 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#8-32 x 1 Vz L Mounting Screw 

0 Va” x 214” L Post 

5 /ie” x 1 9 /ie” L x 2 pcs EXT Sindle Assembly 

3 /32” Allen Wrench 

S76306 

#8-32 x 14” L Torx Head Machine Screw 

Torx screw pack, sectional trim, no turn 

• 

#12-12/ #12-24 x 1 Vz L Torx Head Wood/machine Combination 
Screw 

S76307 

#8-32 x 14” L Torx Head Machine Screw 

Torx screw pack, sectional trim, with turn 

• 

#12-12/ #12-24 x 1 Vz L Torx Head Wood/machine Combination 
Screw 

#6 x 14” Torx Head Sheet Metal Screw 
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Screw Packs 


Part 

Number 

Description 

Use 

Specify 

Finish 

S76331 

#8-32 x y 4 ” L Machine Screw 

Single Dummy Screw Pack 

• 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#12-12/ #12-24 x 1 14” L Wood/machine Combination Screw 

#8-32 x 1 14” L Mounting Screw 

5 /i6”x1 9 /i 6 ”LSTD Spindle 

o 0.027” Wire, OD; 0 5 /ie” x 1 3 /8” L Spring 

3 /32” Allen Wrench 

E77300 

#8-32 x 14” L Machine Screw 

1 3 /8”-1 7 /8” door thickness, escutcheon trim 
with levers 

• 

#12-12/ #12-24 x 11 / 2 ” Wood/machine Combination Screw 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#8-32 x 1 14” L Mounting Screw 

0 14” x 1 11 /i 6 ” L Post 

5 /ie” x 1 9 /ie” L x 2 pcs STD Sindle Assembly 

#10-24 x 1 14” Machine Screw 

3 /32” Allen Wrench 

E77301 

#8-32 x 14” L Machine Screw 

Over 1 7 / 8 ”-2y 2 ” door thickness, escutcheon 
trim with levers 

• 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#12-12/ #12-24 x 114” L Wood/machine Combination Screw 

#8-32 x 1 14” L Mounting Screw 

0 14” x 214” L Post 

5 /ie” x 1 %” L x 2 pcs EXT Sindle Assembly 

#10-24 x 2” Machine Screw 

3 /32” Allen Wrench 

E77302 

#8-32 x 14” L Machine Screw 

1 3 / 8 ”-1 7 / 8 ” door thickness, escutcheon trim 
with knobs 

• 

#12-1 2/#1 2-24 x V/z L Wood/machine Combination Screw 

#1 2-1 2/#1 2-24 x 114” L Wood/machine Combination Screw 

#8-32 x 1 14” L Mounting Screw 

0 14” x 1 11 /i6” L Post 

5 /ie” x 1 14” L x 2 pcs STD Knob Spindle Assembly 

#10-24 x 114” L Machine Screw 

3 /32” Allen Wrench 

E77303 

#8-32 x 14” L Machine Screw 

Over 1 7 / 8 ”-2y 2 ” door thickness, escutcheon 
trim with knobs 

• 

#1 2-1 2/#1 2-24 x V/z L Wood/machine Combination Screw 

#12-1 2/#1 2-24 x 114” L Wood/machine Combination Screw 

#8-32 x 1 1 / 2 ” L Trim Screw 

0 14” x 1 11 /i6” L Post 

5 /ie” x 1 9 /ie” L x 2 pcs EXT Spindle Assembly 

#10-24 x 2” L Machine Screw 

3 /32” Allen Wrench 
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Part 

Number 

Description 

Use 

Specify 

Finish 

E77306 

#8-32 x Va L Torx Head Machine Screw 

Torx screw pack, escutcheon trim, 
standard door thickness* 

• 

#1 2-1 2/#1 2-24 x V /2 LTorx Head Wood/machine Combination 
Screw 

#10-24 x VA” LTorx Head, Machine Screw 

E77307 

#8-32 x Va L Torx Head Machine Screw 

Torx screw pack, escutcheon trim, 
extended door thickness** 

• 

#12-1 2/#1 2-24 x V /2 LTorx Head Wood/machine Combination 
Screw 

#10-24 x 2” L Torx Head Machine Screw 

E77308 

#8-32 x Va L Torx Head Machine Screw 

Torx screw pack, rose escutcheon 
connection door 

• 

#1 2-1 2/#1 2-24 x V /2 LTorx Head Wood/machine Screw 

#1 0-24/# 1 0 x 1 Va L Torx Head Wood/machine Screw 

E77331 

#8-32 x Va LMachine Screw 

Screw pack, escutcheon connecting door 

• 

#12-1 2/#1 2-24 x V /2 L Wood/machine Combination Screw 

#1 2-1 2/#1 2-24 x 1 Va L Wood/machine Combination Screw 

#8-32 x 1 Va L Mounting Screw 

5 /i6”x1 9 /i 6 ”LSTD Spindle 

#10-24/# 10 x 1 Va L Wood/machine Combination Screw 

o 0.027 Wire, 0 5 /ie” O.D. x 1 3 /s” L Spring 

3 /32” Allen Wrench 


* 1 %”-1 %” Thick 

** Over m”-2V2” Thick 

Available in finishes 606, 613, 630 

Non torx screw packs contain armor front screws, strike screws, trim screws, mortise screws, spindle, mounting posts 
Torx screw packs contain armor front, strike, and trim screws only 


Strikes 


Strike 

Lip Length (x) 

Lip 

A8737-1 

VA" 

Curved Lip 

A8737-2 

VAa" 

Curved Lip 

A8737-3 

1 9 /ie” 

Curved Lip 

A8737-4 

I 1 Vie” 

Curved Lip 

A8737-5 

Va” 

Straight Lip 


Lip 
Length 
(x) 
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Cams 


Cams 

CAMs for Falcon Cylinders 

The Falcon MA Series requires a different CAM for keyed functions than its predecessor, the Falcon M Series. For all keyed 
functions except the MA381 function, the MA Series uses a single CAM for all standard mortise cylinders and a single CAM for all 
interchangeable core mortise cylinders. The chart below lists the CAM required. 


Door 

Handing 

CAM Part 
Number 

Outside 

Inside 

For Cylinder 

ALL 

5622-STD (FI) 

MA371 , MA411, MA431, 
MA441 , MA451 , MA521, 
MA531 , MA541 , MA551, 
MA561 , MA571 , MA581, 
MA621 , MA641 , MA851, 
MA881 , MA911, MA921, 
MA931 , MA941 

MA371 , MA411, MA431, 
MA441 , MA931 

STANDARD CYLINDER 

ALL 

5622-IC (F2) 

MA371 , MA41 1 , MA431 , 
MA441 , MA451 , MA521, 
MA531 , MA541 , MA551 , 
MA561 , MA571 , MA581 , 
MA621 , MA641 , MA851, 
MA881 , MA911, MA921, 
MA931 , MA941 

MA371 , MA411, MA431, 
MA441 , MA931 

INTERCHANGEABLE 

CORE 


The new Falcon MA Series MA381 function uses unique CAMs to operate 
the lock. Different CAMs are required, depending on the handing of the lock. 
The charts on the next page indicate which CAMs are to be used for each 
configuration. 




5622 5622-IC 


(Ht) 
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Falcon MA381 Cylinder CAM 

Confiauration Chart 

Door Hand 

Inside Cvl. Cam 

Outside Cvl. Cam 

RH/RHR 

5620-STD (R3) 

5621 -STD (R4) 

LH/LHR 

5620-STD (L3) 

5621 -STD (L4) 


Falcon MA381 Cylinder CAM 


Confiauration Chart (Interchanaeable 


Core 


Door Hand 


Inside Cvl. Cam 


Outside Cvl. Cam 


RH/RHR 


5620-IC (R3) 


5621 -1C (R4) 


LH/LHR 


5620-IC (L3) 


5621 -1C (L4) 


LH/LHR 




LH/LHR 1C 




RH/RHR 



RH/RHR 1C 




Complete cylinders can also be ordered for the MA381 function that will include the correct CAM (the door hand must be specified when 
ordering cylinders for the MA381). 
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Mortise Cylinders 


Mortise, Rim and Cam Lock for Standard Cylinders 



Note: Specify finish: 605, 
606, 612, 613, 626, 629, 
630 


Mortise Cylinder 

900 Series Cylinders are 
furnished with #4 straight 
cam and 250 Series with 
#1 cloverleaf cam unless 
otherwise specified. 

See table for product numbers. 
See page 37 for optional cams 
and 41 for collars. 



Note: Specify finish: 605, 
606, 612, 613, 626, 629, 
630 


Thumbturn Cylinder 

Furnished with #4 straight cam 
except 970 Series furnished 
with #1 cloverleaf cam unless 
otherwise specified. 

See table for product numbers. 
See page 37 for optional cams and 
41 for collars. 



Dummy Cylinder 

Used to plug hole in door 
where lock remains but cylinder 
operation is no longer needed. 

984 1” 

985 1-1/8” 


Note: Specify finish: 605, 
606, 612, 613, 626, 629, 
630 


Keyed Mortise Cylinders 


Catalog 

Number 

Length 

Pins 

Application 

985 

1-1/8” 

5 or 6 

Generic 

986 

1-1/4” 

5 or 6 

Generic 

987 

1-3/8” 

6 or 7 

Generic 

988 

1-1/2” 

6 or 7 

Generic 

990 

1-3/4” 

6 or 7 

Generic 

992 

2” 

6 or 7 

Generic 

250 

1-1/8” 

6 

M451 hotel function 

251 

1-1/4” 

6 

M451 hotel function 

252 

1-3/8” 

6 

M451 hotel function 

253 

1-3/8” 

7 

M451 hotel function 


Thumbturn Mortise Cylinders 


Catalog 

Number 

Length 

Pins Application 

985T 

1-1/8” 

Generic 

986T 

1-1/4” 

Generic 

973 

1-1/8” 

M911 Classroom 
Thumbturn, RH (CCW) 

974 

1-1/8” 

M911 Classroom 
thumbturn, LH (CW) 


Specify cylinder number, keyway, and finish when ordering. 
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Cylinder Collars 

Standard Collars for Cylinders Ordered Separately 

Length 

Cylinder 

Non-AR Cams 

AR Cam 

1” 

984 D 

A08794-000 

- 

1-1/8” 

250, 965, 966, 973, 974, 985 Series 

A08794-000 

008876-002 

1-1/4” 

251 , 986 Series 

A08794-001 

008876-003 

1-3/8” 

252, 253, 987, C987, C997 

A08794-002 

008876-004 

Longer 

C260 Series, (C)988, (C)990, (C)992 

A08794-000 

008876-000 



Escutcheon Trim Rings 


Door 

Thickness 

Function 

985 

1-1/8” 

986 

1-1/4” 

(C)987 

1-3/8” 

(C)988 

1-1/2” 

1-1/2” 

Single cylinder 

- 

A08790-000 

A08790-001 

A08790-002 

1-1/2” 

Double cylinder 

A08790-000 

- 

- 

- 

1-3/4” 

Single cylinder 

- 

- 

A08790-000 

A08790-001 

1-3/4” 

Double cylinder 

- 

A08790-000 

A08790-001 

A08790-002 

2” 

Single cylinder 

- 

- 

A08790-000 

A08790-001 

2” 

Double cylinder 

- 

- 

A08790-000 

A08790-001 

2-1/4” 

Single cylinder 

- 

- 

- 

A08790-000 

2-1/4” 

Double cylinder 

- 

- 

- 

- 

2-1/2” 

Single cylinder 

- 

- 

- 

- 

2-1/2” 

Double cylinder 

- 

- 

- 

- 



Sectional Trim Rings 


Door 

Thickness 

Function 

985 

1-1/8” 

986 

1-1/4” 

(C)987 

1-3/8” 

(C)988 

1-1/2” 

1-1/2” 

Single cylinder 

A08794-001 

A08794-002 

- 

- 

1-1/2” 

Double cylinder 

A08794-002 

A08794-003 

- 

- 

1-3/4” 

Single cylinder 

A08794-000 

A08794-001 

- 

- 

1-3/4” 

Double cylinder 

A08794-001 

A08794-002 

A08794-002 

- 

2” 

Single cylinder 

- 

A08794-000 

A08794-001 

A08794-002 

2” 

Double cylinder 

A08794-000 

A08794-001 

A08794-002 

A08794-003 

2-1/4” 

Single cylinder 

- 

- 

A08794-000 

A08794-001 

2-1/4” 

Double cylinder 

- 

A08794-000 

A08794-001 

A08794-002 

2-1/2” 

Single cylinder 

- 

- 

- 

A08794-000 

2-1/2” 

Double cylinder 

- 

- 

A08794-000 

A08794-001 


Specify part number and finish when ordering, 
(e.g. A08790-000-626) 
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Mortise Cylinders 


Trim Rings & Collars 





1 Dim. A 

Dim. B 

Part No. I 

3/32” 

9/32” 

A08790-000 

7/32” 

13/32” 

A08790-001 

11/32” 

17/32” 

A08790-002 

15/32” 

21/32” 

A08790-003 

43/64” 

55/64” 

A08790-004 

3/32” 

9/32” 

A08794-000 

7/32” 

13/32” 

A08794-001 

11/32” 

17/32” 

A08794-002 

15/32” 

21/32” 

A08794-003 

1/8” 

- 

008876-000 

3/16” 

- 

008876-005 

1/4” 

- 

008876-001 

3/8” 

- 

008876-002 

1/2” 

- 

008876-003 

5/8” 

- 

008876-004 



Wave washer included. 
To order separately, 
specify 008789-001-60. 



008862-000 

For all rim cylinders and cam locks. 

Note: Specify finishes: 605, 606, 612, 613, 625, 626 


Specify part number and finish when ordering, 
(e.g. A08790-000-626) 
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Electrically Locking 

MA851 Electrically Locked (Fail Safe): 

Outside trim is continuously locked electrically. The latchbolt is retracted by a key outside or by the knob/lever inside. 
Switch or power failure allows the outside knob/lever to retract the latchbolt. The auxiliary latch deadlocks the latchbolt 
when the door is closed. The inside knob/lever is always free for immediate exit. 

MA881 Electrically Unlocked (Fail Secure): 

Outside trim is unlocked electrically. During switch or power failure, the latchbolt is retracted by a key outside or by 
knob/lever inside. The auxiliary latch deadlocks the latchbolt when the door is closed. The inside knob/lever is always 
free for immediate exit. 

Electrical Requirements: 

Voltage: 12V DC +/- 10% 

Operating Temperature: Max +151° F, Min. -31° F 
Operating Current: .42 Amps 
Holding Current: .135 Amps 

Voltage: 24V DC +/- 10% 

Operating Temperature: Max +151° F, Min. -31° F 
Operating Current: .21 Amps 
Holding Current: .135 Amps 

Typical Installation: 

All installations should be in accordance with local electrical codes and National Electrical Code NFPA #70. It is 
recommended that each lock have its own 12 or 24 volt transformer. Be sure to select the proper transformer for the 
lock. Two or more locks may be operated in parallel from a single transformer provided it has the necessary current 
rating. DO NOT connect locks in series from a higher voltage rated transformer. Damage to locks may occur if they 
connect to a supply circuit that also contains electromagnetic devices. The transient voltage must be suppressed at 
the equipment producing them before connecting the locks to a circuit. A varistor rate at 35 volts (at peak current) may 
be used for transient voltage protection. 



Install 
varistor 
here 
if used 
(not furnished) 


Switch 
(not furnished) 



Solenoid 

Operated 

Lock 


Rectifier (Not Furnished) 


Door Connector 


Transformer 
(not furnished) 




i — 

L 

— i 



i 3 
1 3 

rT 

C 1 

12 or 24V AC I 3 

i 1 

>- 1 

t 1 

i i 

i i 


i 110V AC 
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Ordering Procedures 


How to Order 

For correct ordering, and to ensure no delays in shipment of 
your order, the following descriptive data must be listed in the 
sequence shown. Necessary information can be found in other 
parts of this manual. The example below shows an order for 16 
each MA locksets in the 521 Entry function, DG (Dane-Gala) trim 
design in a 626 (satin chrome) finish, 8 RH (right hand) and 8 
LH (left hand) to accommodate doors 1 %” thick with AA1-AA16 
keying. 

Quantity: Indicate the quantity required. 

Catalog Number: Select catalog number. 

Trim Design: Indicate letter of knob or lever design followed by 
letter of rose or escutcheon design. 

Example: DG-D for Dane lever followed by G for Gala rose. 

Finish: When the finish is the same for the outside and inside 
trim, it is shown once (626). For split finishes, the outside is 
designated first, then the inside (626 x 625). 

Latch: Two-piece mechanical anti-friction standard. All catalog 

How to Order Example 


numbers shown in this manual indicated 2 %” backset. 

Strike: 4 7 /s” x VA” x 1 Va lip-to-center with curved lip standard. 
Optional strikes with shorter or longer lip lengths available. 

Cylinder Type: For 6-Pin, add 6-Pin. For 7-Pin, add 7-Pin. 

Door Hand: See chart. 

Keying Detail: We suggest using the standard terms developed 
by the A.H.C. (Consult Factory). 

Example: AA1 - Grand Master keyed, Master keyed, change key 1. 

Interchangeable Core: To order product capable of accepting 
an interchangeable core, add “B” less SFIC (for interchangeable 
core). To order product with an interchangeable core, add “SFIC” 
(with interchangeable core). Ex: “G” with Falcon SFIC core. 

Keyway: “G” is standard on regular cylinders, “A” is standard on 
interchangeable cores. Other keyways available. See price book. 

Additional Keys: Note the total number of keys required. 

Large Bow Keys: Add - “with large bow keys”. 










Door Hand 



Qty. 

Catalog 

Number 

Trim 

Design 

Finish 

Latch 

Strike 

Cylinder 

RH 

LH 

RHR 

LHR 

Detail 

8 

MA521P 

DG 

626 

STD 

STD 

6-PIN 

X 




AA1-AA8 1-3/4” DR 

8 

MA521P 

DG 

626 

STD 

STD 

6-PIN 


X 



AA9-AA1 6 1-3/4” DR 


Finishes 

Falcon offers several finish choices to compliment the 
design elements of most any project. Falcon applies the 
best available protective plating or coating to the surface of 
our products to minimize the exposure to weather, pollution, 
perspiration, extremes of climate, frequency of us and other 


factors. Please consult with us if your building is subjected to 
chemical or corrosive conditions, as some finishes would not 
be recommended for these areas. Falcon recommends chrome 
plated or stainless steel finishes for high corrosive environments. 


Trim Finishes Chart 


Description 

ANSI No. 


Available on 

Bright Brass 

605 

US 3 

All Trim 

Satin Brass 

606 

US 4 

All Trim 

Satin Bronze Oil 
Rubbed 

613 

US 10B 

All Trim 

Bright Chrome 

625 

US 26 

All Trim 

Satin Chrome 

626 

US 26D 

All Trim 

Satin Stainless Steel 

630 

US 32D 

All Trim 


How to Determine the Hand of a Door 

LH LHR 

Left Hand Reverse Revel 

3=5 


RH RHR 
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Q51 3-067 



FALCON 


Instrucciones de instalacion 


Installation Instructions 


Notice d'installation 


Falcon MA-Lock 



*For MAI 2, MAI 8, and MAI 61 Function Installation, See Last Page 
*Para obtener informacion sobre la instalacion de las funciones 
MAI 2, MAI 8 y MAI 61, vea la ultima pagina 
*Pour I'installation des options MAI 2, MAI 8 et MAI 61, consultez la derniere page 





A Fully Tighten in Step 8 

Realice los ajustes completos en el paso 8 
Serrez fermement a I'etape 8 


Install Spindles and Screw Together 
Instale los husillos y el tornillo juntos 
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Instructions 


Mortise Rehanding (If Required) 
Remanipulacion de la cerradura de muescas (si se requiere) 
Deplacement de la mortaise (si necessaire) 


a. Remove Screw 
a. Quite el tornillo 



b. Remove Latch Bolt and Rotate 180° 
b. Quite el perno del pestillo y girelo 180° 
b. Retirez le pene demi-tour et tourner a 180° 



c. Reinstall Latch Bolt and Screw 

c. Vuelva a instalar el perno y el tornillo del pestillo 



d. Move Handing Screws to Opposite Side 
d. Mueva los tornillos de manejo al lado opuesto 
d. Deplacer les vis de reglage du cote oppose 



Note: Handing Screws to be Located on Non-Locking Side 
Nota: Los tornillos de manejo se deben ubicar 
en el lado que no tiene la cerradura 

Remarque : Les vis de reglage doivent figurer au cote sans verrouillage 


MA551 Holdback Lock Handing 
Manejo de la cerradura de retencion MA551 
Verrou de reglage de retenue MA551 



1 ) Remove Cover (Not Shown) 

2) Remove Retractor Spring 

3) Reverse the Order of Hub and Locking Hub 

4) Replace the Retractor Spring and Cover 

5) Change Direction of Latchbolt Head if Necessary 

1) Quite la cubierta TS 7812-FAL (no se muestra) 

2) Quite el resorte de retraccion TS 5754 

3) Invierta el orden de los cubos TS 7876 y TS 6854 

4) Reemplace el resorte de retraccion TS 5754 y la cubierta TS 7812-FAL 

5) Si es necesario, cambie la direccion del cabezal del pestillo de resorte 

1) Enlevez le couvercle TS 7812-FAL (non illustre) 

2) Enlevez le ressort de retrait TS 5754 

3) Inversez I'ordre des moyeux TS 7876 et TS 6854 

4) Remplacez le ressort de retrait TS 5754 et le couvercle TS 7812-FAL 

5) Modifiez la direction de la tete de pene demi-tour, si requis 
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Special Function Installation MA551 Holdback 

Instalacion de funciones especiales MA551 la funcion de retencion 

Installation des fonctions speciales MA551 la fonction de retenue 


MAI 2 - Single Dummy Installation 
MAI 2 - Instalacion de vastago simple 
MAI 2 - Installation d'une fausse poignee 








MAI 8 - Double Dummy Installation 

MAI 8 - Instalacion de vastago doble 

MAI 8 - Installation de deux fausses poignees 




MAI 61 - Exit or Communicating Lock 

MAI 61 - Cerradura de salida o comunicacion 

MAI 61 - Verrou de sortie ou de porte communicante 



To Activate Holdback Function 
Para activar la funcion de retencion 
Pour activer la fonction de retenue 

1) From the Unlocked Position, Rotate Outside Knob/Lever to 
Retract Latchbolt 

2) Rotate Key 360° Counterclockwise 

3) Release Lever/Knob 

1) Cuando la cerradura esta abierta, gire la palanca/perilla exterior 
a la posicion del pestillo de resorte retractil 

2) Gire la Nave 360° en sentido antihorario 

3) Suelte la palanca/perilla 

1) A partir de la position non verrouillee, tournez le bouton ou 
le levier exterieur pour degager le pene demi-tour 

2) Tournez la clef a 360° dans le sens antihoraire 

3) Relachez le levier/bouton 

To Deactivate Holdback Function 
Para desactivar la funcion de retencion 
Pour desactiver la fonction de retenue 

1) Insert Key and Rotate 360° Clockwise 
1) Inserte la Nave y girela 360° en sentido horario 
1) Inserez la clef et tournez 360° dans le sens horaire 
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Instructions 


Electrically Locking 
Cerradura electrica 
Verrouillage electrique 


MA851 Electrically Locked (Fail Safe): 

Outside trim is continuously locked electrically. The latchbolt is retracted by a key outside or by the knob/lever inside. Switch or power failure allows the outside knob/lever to retract the latchbolt. 

The auxiliary latch deadlocks the latchbolt when the door is closed. The inside knob/lever is always free for immediate exit. 

MA881 Electrically Unlocked (Fail Secure): 

Outside trim is unlocked electrically. During switch or power failure, the latchbolt is retracted by a key outside or by knob/lever inside. The auxiliary latch deadlocks the latchbolt when the door is closed. 

The inside knob/lever is always free for immediate exit. 

Electrical Requirements: 

Voltage: 12V DC +/- 10% 

Operating Temperature: Max +151° F, Min. -31° F 
Operating Current: .42 Amps 
Holding Current: .135 Amps 
Voltage: 24V DC +/- 10% 

Operating Temperature: Max +151° F, Min. -31° F 
Operating Current: .21 Amps 
Holding Current: .135 Amps 
Typical Installation: 

All installations should be in accordance with local electrical codes and National Electrical Code NFPA #70. It is recommended that each lock have its own 12 or 24 volt transformer. Be sure to select the 
proper transformer for the lock. Two or more locks may be operated in parallel from a single transformer provided it has the necessary current rating. DO NOT connect locks in series from a higher voltage 
rated transformer. Damage to locks may occur if they connect to a supply circuit that also contains electromagnetic devices. The transient voltage must be suppressed at the equipment producing them 
before connecting the locks to a circuit. A varistor rate at 35 volts (at peak current) may be used for transient voltage protection. IMPORTANT : Cable must be routed and tucked to fit. Ensure that there are no 
wires exposed or pinched during positioning. 

Cierre electrico MA851 (con proteccion contra fallas): 

La guarnicion externa se cierra electricamente.EI perno de resorte se retrae mediante la Have exterior o la perilla o manija interior. Cualquier falla en el interruptor o energi'a permite que la manija o perilla 
exterior retraiga el perno de resorte. El pestillo auxiliar bloquea el perno de resorte cuando se cierra la puerta. La manija o perilla interior siempre esta libre para permitir una salida inmediata. 

Apertura electrica MA881 (con sistema de "falla a seguridad"): 

La guarnicion externa se abre electricamente. Cuando se produce una falla en el interruptor o la energi'a, el perno de resorte se retrae mediante la Have exterior o la perilla o manija interior. 

El pestillo auxiliar bloquea el perno de resorte cuando se cierra la puerta. La manija o perilla interior siempre esta libre para permitir una salida inmediata. 

Requerimientos electricos: 

Voltaje: 12V DC +/- 10% 

Temperatura de operacion: Max. +151° F, Min. -31° F 
Corriente de operacion: 0.42 Amperios 
Corriente de sujecion: 0.135 Amperios 
Voltaje: 24V DC +/- 10% 

Temperatura de operacion: Max. +151° F, Min. -31° F 
Corriente de operacion: 0.21 Amperios 
Corriente de sujecion: 0.135 Amperios 

Instalacion tfpica: 

Todas las instalaciones deben estar conforme a los codigos electricos locales y el Codigo Electrico Nacional, NFPA 70. Se recomienda que cada cerradura tenga su propio transformador de 24 voltios. 
Asegurese de elegir el transformador adecuado para la cerradura. Se pueden operar dos o mas cerraduras en paralelo con un solo transformador, siempre que tenga la capacidad de corriente necesaria. 

NO conecte las cerraduras en serie a un transformador de corriente de alto voltaje. Si se conecta un dispositivo electromagnetico al circuito de suministro, los voltajes transitorios resultantes podrian danar 
la cerradura. Se debe suprimir el voltaje transitorio en el equipo que lo produce antes de conectar la cerradura al mismo circuito. La capacidad del varistor a 35 voltios (corriente maxima) se puede utilizar 
para proteccion del voltaje transitorio. IMPORTANTE: Debe dirigirse y guardarse el cable de modo que no sobresalga. Asegurese de que no existan conductores expuestos o pinzados durante el 
posicionamiento. 

Verrouillage electrique MA851 (a securite integree) : 

La garniture exterieure est constamment verrouillee electriquement. Le pene demi-tour est retracte par une cle exterieure ou par la poignee interieure. Un arret ou une panne de courant permet a la poignee 
exterieure de retracter le pene demi-tour. Le verrou secondaire verrouille le pene demi-tour lorsque la porte est fermee. La poignee interieure est toujours libre en vue d’une sortie immediate. 

Deverrouillage electrique MA881 (a securite integree) : 

La garniture exterieure est constamment deverrouillee electriquement. Lors d’un arret ou d’une panne de courant, le pene demi-tour est retracte par une cle exterieure ou par la poignee interieure. Le verrou 
secondaire verrouille le pene demi-tour lorsque la porte est fermee. La poignee interieure est toujours libre en vue d’une sortie immediate. 

Exigences electriques : 

Tension : 12V DC +/- 10% 

Temperature de fonctionnement : + 66° C (+151° F) max, -0.5° C (-31° F) min 
Courant de fonctionnement : 0.42 ampere 
Courant de maintien : 0.135 ampere 
Tension :24V DC +/- 10% 

Temperature de fonctionnement : + 66° C (+151° F) max, -0.5° C (-31° F) min 
Courant de fonctionnement : 0.21 ampere 
Courant de maintien : 0.135 ampere 

Installation type : 

Toutes les installations doivent etre conformes aux codes electriques locaux et au code electrique national NFPA n° 70. II est recommande que chaque verrou possede son propre transformateur de 12 ou 24 V. 
S’assurer de selectionner le bon transformateur pour le verrou. Au moins deux verrous peuvent fonctionner en parallele a partir d'un seul transformateur, si ce dernier contient le taux de courant necessaire. 

NE PAS connecter des verrous en serie a partir d’un transformateur de tension plus elevee. Les verrous peuvent etre endommages s’ils sont connectes a un circuit d’alimentation contenant d'autres dispositifs 
electromagnetiques. La tension transitoire doit etre reduite a I’equipement qui la produit avant de connecter les verrous a un circuit. Un taux de varistance de 35 V (au courant maximum) peut etre utilise pour 
proteger la tension transitoire. IMPORTANT: Acheminer le cable et bien le fixer. Assurez-vous que il n'ya pas de fils denudes ou pinces lors du positionnement. 


Solenoid 

Operated 

Lock 


Cerradura 
operada por 
solenoide 


Verrou 

a 

solenoide 



Install 
varistor 
here 
if used 

(not furnished) 
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Instalar el varistor Installer la varistance 
aqui si se utiliza 
(no se incluye) 


ici en cas d’utilisatio n S ? 0 
(non fournie) 


Rectifier (Not Furnished) Rectificador (no se incluye) Redresseur (non fourni) 

Door Connector 
] (not furnished) 
j Conector de la puerta 
(no se incluye) 

Connecteur de porte 
(non fourni) 


12 or 24V AC 


Switch 

(not furnished) 
Interruptor 
(no se incluye) 
Commutateur 
(non fourni) 




10V AC 
Transformer 
(not furnished) 
Transformador 
(no se incluye) 
Transformateur 
(non fourni) 
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FALCON. 


- Low Edge 

Borde inferior 
Bord inferieur 


MA-Series Template 


for Right-Handed Door Inside of Door 
Plantilla de la Serie MA lnterior de la P uerta 
para puerta que abre Interieur de la porte 
hacia la derecha (isnm) 

Gabarit pour series MA > * 1 

pour porte ouvrant a droite 


- 2%" (70mm) Backset 



Escutcheon ONLY 
Escudo solamente 
Cache Seulement 


For Keyed Function 
Para funcion con chaveta 
Pour la fonction clavetee 

Turn Piece ONLY 
V I J-+- SOLO pieza giratoria 

Membre de cintrage SEULEMENT 
| Drill One Side ONLY! 

NOT a Thru Hole 

jPerfore SOLO un lado!^ 

' NO un orificio que traspase" 

I Percer un cote SEULEMENT! 

| Pergage partiel seulement 


%" (1 0mm) 


INSIDE PREPARATION 
PREPARACION DEL INTERIOR 
PREPARATION DE LINTERIEUR 



Right-Handed Door 
Puerta con bisagras a la derecha 
2 3 4" (70mm) Backset ► Porte ouvrant a droite 

Outside of Door 
Lado exterior de la puerta 
Exterieur de la porte 

y%2" (15mm) 

H.j Escutcheon ONLY 

F Escudo solamente 

I Cache Seulement 


For Keyed Function 
Para funcion con chaveta 
Pour la fonction clavetee 

" (13mm) 

Turn Piece ONLY 
SOLO pieza giratoria 
Membre de cintrage SEULEMENT 
Drill One Side ONLY! "T “ 

NOT a Thru Hole hOmS^r 


Recess %2" (6mm) Deep 
Entalladura de 6mm de profundidelf 
Renfoncement de 6 mm de profond 3 


'%2 (1 5mm) 
\ 

Escutcheon ONLY 
Escudo solamente 
Cache Seulement 


Escutcheon ONLY 
Escudo solamente 
Cache Seulement 


- 2 3 A" (70mm) Backset 


a gauche 


MA-Series Template FALCON 

for Left-Handed Door 
Plantilla de la Serie MA 
para puerta que abre Outside of Door 
hacia la izquierda Lado exterior de la puerta 
Gabarit pour series MA Ex,arieur de la por,e 
pour porte ouvrant ( ^ Wjismm) 

Escutcheon ONLY 
Escudo solamente 
Cache Seulement 


For Keyed Function 
Para funcion con chaveta 
Pour la fonction clavetee 



1/2 " (13mm )(^ic\ Turn Piece ONLY 

V I Z^SOLO pieza giratoria 

Membre de cintrage SEULEMENT 
| Drill One Side ONLY! 

NOT a Thru Hole 

£ , jPerfore SOLO un lado!^ 

~ '-~i ' NOun orificio que traspase" 

Percer un cote SEULEMENT! 
Pergage partiel seulement 

(10mm) 


OUTSIDE PREPARATION 
PREPARACION DEL EXTERIOR 
PREPARATION DE LEXTERIEUR 



19 ^" | 

SR (15mm) , „ 

?l | Recess %2 (6mm) Deep 

Entalladura de 6mm de profundidacT 
^ /T Ia\_ Renfoncement de 6 mm de profondeur 

P /%2" (15mm) 

V\ 

| Escutcheon ONLY 
| Escudo solamente 
Cache Seulement 

1e or outside). E hole should not be a thru hole. 



<L 

Strike 


jPerfore SOLO un lado! - w 

NO un orificio que traspase Lock 
Percer un cote SEULEMENT! O 

partiel seulement L) 


OUTSIDE PREPARATION 
PREPARACION DEL EXTERIOR 
PREPARATION DE L EXTERIEUR 


1 " (25mm) Holes, 1 Vs” (29mm) Deep 
Agujeros de 25 mm, 

29 mm de profundidad 
Trous d’ 25 mm, 
d'une profondeur d’ 29 mm 



Recess %2 (2mm) Deep 
Entalladura de 2 mm de profundidad 
Renfoncement de 2 mm de profondeur 


Left-Handed Door 
Puerta con bisagras a la izquierda 
Porte ouvrant a gauche 


Escutcheon ONLY 
Escudo solamente 
Cache Seulement 


For Keyed Function 
Para funcion con chaveta 
Pour la fonction clavetee 

V 2 n (13mm) 


<L 

Strike 


Turn Piece ONLY 
SOLO pieza giratoria 
| Membre de cintrage SEULEMENT 

| Drill One Side ONLY! %■ I 

NOT a Thru Hole 

, jPerfore SOLO un lado! . *■. 

NO un orificio que traspase LOCK 
I Percer un cote SEULEMENT! 

| Pergage partiel seulement 


INSIDE PREPARATION 
PREPARACION DEL INTERIOR 
PREPARATION DE L INTERIEUR 


Escutcheon ONLY 
Escudo solamente 
Cache Seulement 


1 " (25mm) Holes, 1 Vs” (29mm) Deep 
Agujeros de 25 mm, 

29 mm de profundidad 
Trous d' 25 mm, 
d'une profondeur d’ 29 mm 



Recess %2" (2mm) Deep 

Entalladura de 2 mm de profundidad 
Renfoncement de 2 mm de profondeur 
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Ingersoll Rand's Security Technologies Sector is a leading global provider of products and services that make environments 
safe, secure and productive. The sector's market-leading products include electronic and biometric access-control systems; 
time-and-attendance and personnel scheduling systems; mechanical locks; portable security; door closers, exit devices, 
architectural hardware, and steel doors and frames; and other technologies and services for global security markets. 

800.847.1 864 www.falcon.ingersollrand.com 
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